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TAGS: ESTC, COCOM, UK, UR 

SUBJECT: UK PETRO-FORGE HAMMER AND AUXILIARY EQUIPMENT 
TO USSR IL 1072 

REF: COCOM DOC (76) 610, URGENCY PROCEDURE 

1 . ONE ASSEMBLED PETRO-FORGE HAMMER, TYPE MK 1 ID- 10K. 

AND FOLLOWING AUXILIARY EQUIPMENT: 

L ASSEMBLED UNIT CONTROL CONSOLE 
L 

L SET SPARE PARTS 

L PAIR SOUND ABSORBING EARPHONES 

L ASSEMBLED UNIT HYDRAULIC EJECTION CYLINDER 
L ASSEMBLED UNIT HYDRAULIC POWER PACK 
L ASSEMBLED UNIT AIR COMPRESSOR 
L ASSEMBLED UNIT GAS LEAKAGE ALARM 

2. TOTAL VALUE $85,144. FOR USE "IN POWDER METALLURGY 
RESEARCH AT A RUSSIAN UNIVERSITY.” 

3. URGENCY PROCEDURE INVOKED BECAUSE FIRM WILL INCUR 
PENALTY PAYMENTS OF $2,000 A WEEK BEGINNING APRIL 9. 

VIEWS THEREFORE REQUESTED APRIL 8, REPEAT APRIL 8. 

4. IN RESPONSE TO QUERY FROM US DEL, UK DEL STATED 
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END USE AND END USER IN NEAR FUTURE, AND HOPE MEMBER 
GOVERNMENTS CAN APPROVE CASE ON THE BASIS OF LIMITED 
INFORMATION NOW AVAILABLE. 

5. BROCHURE BEING POUCHED APRIL 7. IN VIEW OF 

VERY SHORT DEADLINE, WE SUPPLY FOLLOWING DATA FROM IT: 

NOMINAL MAXIMUM PERFORMANCE PERMITTED FOR CONTINUOUS 
RUNNING CONDITIONS AND ACHIEVED IN CONJUNCTION WITH A 
7.0 ATM (100 LB/IN 2) COMPRESSOR: 

BLOW ENERGY L380 MKP (10,000 FT LBF) 

PLATEN VELOCITY 15 M/SEC (50 FT/SEC) 

STROKE 250 MM ( 1 0 IN) 

CYCLE TIME 1.0 SEC 

ADJUSTABILITY OF 8:1 

BLOW ENERGY 

ULTIMATE PERFORMANCE RECOMMENDED FOR OCCASIONAL BLOWS 
ONLY, ACHIEVED IN CONJUNCTION WITH A 12.5 ATM (180 LB 
/IN 2) COMPRESSOR: 

BLOW ENERGY 2760 MKP (20,000 FT LBF) 

PLATEN VELOCITY 22 M/SEC (70 FT/SEC) 

STROKE 250 MM ( 1 0 IN) 

CYCLE TIME 1.0 SEC 

ADJUSTABILITY OF 16:1 

BLOW ENERGY 

6. REQUEST INSTRUCTIONS BY APRIL 8. 

TURNER 
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